SPECIFICATION CONTROL DRAWING 


PURCHASE MATERIAL ; DELRIN II 150E OR ACETRON GP ACETAL 


PART NUMBER: 
M-DELRIN-R p.DDD 
I DIA 
X 
COLOR 
CODE A 


WHERE D.DDD = DIAMETER IN INCHES 
= COLOR CODE, "W" = WHITE, OMITTED = BLACK 


EG. 1" BLACK ROUND BAR = M-DELRIN-R1.000 
2" WHITE ROUND BAR = M-DELRIN-R2.000W 
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B 
UPDATE DRAWING TO CURRENT STANDARDS. ADD 
MATERIAL COLOR "WHITE", ADD REASON CIR-110. ADD 
"ACETRON GP ACETAL" AS OPTION (REV. A1). 
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